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MEMORANDUM FOR: The Becord 

SUBJECT : Recommendation No* 13 of the Joint Study Group 


i 


I 


25X1 


25X1 


25X1 


1. Hi ere foLlows a mwamry at a nesting held in ay office 
Tuesday, 11 Arne, witfr | I bes 

been designated by General Joseph F. Cewii, Director, cefrase 
Intelligence jfeency u the Depar t a e nt of Defense representative to 
prepare the Separtaeat of Defease reply to n e o as a e ndft tlOB lb. 13 
of the Joint Study Group. 


2 . discussed with me, hut did not shear m, Ms 

draft of the Department of Defense position on Beoaamendfttioa So. 13 
which. If signed tor General Carroll, will presumably go throws the 
Joint Chief* to the Secretary of Defease. She position paper la the 

| Is a "h eavy plagiaries" from the 4 august report 
= | which was addressed to a* an 20 September 

^ with en d o r se ments by Major General John H. Villas*, Assistant 

Chief of Staff for Intelligence, Department of the Axqy and Major General 
Garrison 3. Ooverdsle, Camanding General, U.3. Amy Da t sl J i ge ace Crater 
at Ft. Balabird. 
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3. U» prop ose d position paper la effeet rsecsneods that CIA and 
the Department of Defense continue to train separately in their separate 
installations . Among the reasons for this position were the difference 
of Missions of the respective Intelligence services, the difference In 
objectives, the exp en s e nr . building additional facllltjcgj 

to train gf wathaWiy I of Defense intsUlgsuce officers 

per omasa, and the need for coiegMrlanBtstion of students. Qie proposal, 
however, re ccnsends exchange of Instructors and t raining materials 
between Defense and CIA. 


Unless the proposed report Is drastically changed by 
superiors, I do sot believe the Agency will be rcguiredrw 


incr ra se in its budget or pe rso nn el ceiling in order to aset aculitianal 
training requirements free the Defense Intelligence Agency or tbs 
Department of Defense within the purview of Rec fswradat ion Ho. 13 of 
the Joint Study Group. 


maths; bahb 
D irector of Training 
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